ANNUAL  REPORT  OP  THE 


SENIOR  SANITARY  INSPECTOR 
FOR  THE  YEAR  1954 


Council  Office 
LODDON, 


NORFOLK, 


L  C  D  D  0  N  RURAL  DISTRICT  COUNCIL. 


ANNUAL  REPORT  OP  THE 
SENIOR  SANITARY  INSPECTOR 
FOR  THE  YEAR  1954. 


To  The  Chairman  and  Members  of  the 
Loddon  Rural  District  Council. 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  my  Annual  Report 
for  the  year  ending  December  31st,  1954* 


STAFF. 


Additional  Sanitary  Inspector  ....... 

\  I  a  t  e  r  I n  spector  .oo..oii. ...... ........ 

Water  Dept.  Clerk/Storekeeper  ...... .  • 

Shorthand/Typi  st/ Ole  rk  . .  •  •  •  • 


R,  /.Garrood,  M.R.S.I., 
M.S.I.A. 

L.R.  Dye.  R.P. 

A.  J.  Codling. 

Mrs,  I. A.  Coleman. 


Wate r  D e p t...oe...co.«.oo..oc 


e 


N. Sergeant .R.P. 
M,  Eye . 

R.  Fuller. 

H.  Mortimer. 


Scavenging  ....... 
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V.  Turner. 

J.  Page. 

A.  Fairhead. 
G.  Bircham. 


Sewerage  Attendant 


......  E.  Rackham. 


H. 
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E.  Chapman 
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HOUSING. 


(a)  OLD  HOUSES. 

The  Government  took  a  strong  line  of  action 
with  regard  to  the  old  slum  property  this  year  "by  the  issue 
of  a  White  Paper  and  finally  the  Housing  Repairs  and  Rents 
Act  1954*  The  first  charge  on  local  authorities  is  to 
make  a  survey  of  the  houses  in  their  districts  and  to  submit 
a  report  by  the  end  of  August  1955,  to  the  Minister  of 
Housing  and  Local  Government,  giving  the  number  of  unfit 
houses  and  the  number  of  new  ones  required.  The  aim  is  to 
have  dealt  with  this  number  of  properties  by  the  end  of  a 
five  year  period.  This  is  indeed  a  heavy  task  for  our 
larger  towns  and  cities,  but  I  feel  that  it  will  not  be 
beyond  the  Loddon  Rural  District  Council  who  have  achieved 
so  much  already  in  the  building  of  new  houses. 

The  new  survey  was  commenced  before  Christmas 
and  was  completed  by  the  required  time. 

Work  under  the  Improvement  Section  of  the 
Housing  Act  1949  forged  steadily  ahead.  Applications  for 
Grants  were  received  in  respect  of  26  properties.  Of 
this  total  25  Grants  were  made  and  1  refused.  The  resultant 
works  proved  to  be  very  satisfactory. 

Number  of  Visits  228. 

Other  Old  Property 

Houses  demolished  •  4 

Dangerous  structures  (Visits)  . ...16 

Notices  Served  1 

Undertakings  Not  to  re-let  .......  7 

Visits  re  housing  ..............  126. 

(b)  NEW  HOUSES. 


42  new  buildings  were  completed  during  the  year, 
this  total  being  made  up  as  follows 


Bungalows  Council  5 

Private  13 

18. 

Houses.  Council  16 

Private  8 


24 


Total  ii2  dwellings. 


(c)  OVERCROWDING. 

There  were  no  cases  reported. 

(d)  VERMINOUS  AND  DIRTY  PREMISES. 

4  houses  were  affected  with  fleas,  all  of  which 
were  successfully  treated  with  Gammexane  smoke  producers  and 
Multi spray. 
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(e)  MOVEABLE  POLLINGS. 
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4  Licences  were  granted,  and  14  visits  were 
made  in  this  connection,, 


WATER  SUPPLIES, 

The  rainfall  for  the  year  in  the  Loddon 
area  was  26.55  inches,  i.e.  a  monthly  average  of  2.21  inches. 
This  is  an  increase  on  the  previous  year  when  the  figures 
were  23*51  inches  and  1.96  inches  respectively. 

Rainfall  in  Loddon  area  for  1954. 


Month. 

Rainfall  in  inches. 

Total  Inches. 

January. 

1.43 

- 

February • 

2.01 

3.44 

March. 

2.60 

6.0  6 

April. 

0.15 

6.19 

May. 

1.42 

7.61 

June . 

ro 

« 

o 

o 

8.61 

July. 

2.01 

11.62 

August. 

4.97 

16.59 

September. 

1.69 

18.28 

October. 

2.27 

20.55 

November. 

4.04 

24.59 

December. 

1.96 

26.55 

WATER  SAMPLES. 


Type. 

Satisfactory. 

Unsatisfactory. 

Total 

Bacteriological. 

33 

iH 

1 

! 

i 

64 

Chemical. 

7 

2 

9 

Nitrate  Content. 

2 

- 

2 

TOTAL. 

42 

33 

75. 

Of  the  total  number  taken  56$  were  satisfactory 


Mains  water  continues  to  he  supplied  hy  Norwich 
County  Borough  and  Bungay  Urban  District.  The  new  head  works 
at  Bungay  are  to  he  completed  early  in  1955.  4,359,240  gallons 

of  water  were  supplied  in  hulk  to  Depwade  Rural  Di  strict  _  Oounci  . 
Mains  extensions  were  carried  out  in  the  parishes  of  Alpington, 
Bergh  Apton,  Yelverton,  Howe,  Hellington,  Haddiscoe,  Gillingham 
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WATER  S  U  P  P  L  I  L  S  ( C  on  t  *  d ) 

and  Thurton,  making  a  total  for  the  year  of  11  miles  and 
■bringing  the  total  in  the  district  to  63  miles. 

Work  was  completed  on  the  two  water  towers 
at  Loddon  Ingloss  (250,000  gallons)  and  at  Yelverton  (35,000 
gallons) e  The  official  opening  was  made  during  the  afternoon 
of  October  14th  by  Lady  Bacon,  who  was  presented  with  a 
silver  commemoration  key.  This  was  followed  by  the  official 
address  and  refreshments  given  in  the  Lecture  Hall. 


RARISH. 

Meter 

Supplies. 

gouncil 

House. 

Houses. 
S.pipe . 

Private. 
House.  S.Pipe 

Total 
For  Yr. 

Total  to 
51.12.54 

Bedingham. 

- 

- 

- 

2 

- 

2 

28 

Brooke • 

—  — 

2 

•— 

2 

191 

1 

Loddon. 

4 

mm 

9 

— 

13 

397 

Mundham • 

1 

- 

- 

1 

- 

2 

25 

Seething. 

1 

- 

■ 

1-2 

2 

51 

Chedgrave . 

1 

9 

- 

- 

- 

lr 

74 

Woodton. 

1 

- 

- 

3 

- 

4 

60 

Topcroft  0 

- 

- 

- 

1 

1-1 

2 

74 

Di tchingham 

.  4 

- 

- 

20 

3-3 

27 

185 

Kirstead. 

1 

- 

- 

2 

- 

3 

32 

Thwaite • 

- 

- 

- 

- 

- 

- 

6 

Ellingham* 

- 

mm 

- 

7 

- 

7 

32 

Kirby  Cane. 

l 

- 

- 

1 

1-1 

3 

18 

Broome. 

3 

- 

- 

7 

- 

10 

33 

Hedenham 

2 

- 

— 

11 

1-1 

14 

36 

Hales. 

1 

—  — 

12 

- 

13 

55 

Hockingham. 

1 

— 

- 

10 

- 

11 

17 

Raveningham 

- 

- 

- 

2 

- 

2 

38 

Ge  Ides ton. 

- 

- 

“ 

6 

— 

6 

57 

Norton. 

1 

— 

- 

2 

1-2 

4 

17 

Thurlton. 

4 

6 

— 

6 

16 

36 

Thurton. 

2 

- 

- 

4 

- 

6 

6 

Gillingham. 

1 

6 

- 

24 

- 

31 

31 

Alpington. 

- 

- 

- 

2 

- 

2 

2 

Bergh  Apton 

,  9 

10 

- 

16 

- 

35 

35 

Yelverton. 

6 

- 

- 

7 

1-1 

14 

14 

Howe  • 

5 

Mt 

- 

11 

- 

16 

16 

Haddiscoe • 

— 

- 

- 

3 

1-2 

4 

4 

49 

31 

— 

171 

10 

261“ 

1,570 

-  5  - 


W  A__T  JE  _  R  S  U  P  P  L  I_  E  S  ( 0  on  t  *  d) 

Mote,  The  decrease  in  total  connections  during 
the  year  is  due  to  the  fact  that  most  Council  Estates  have  now 
been  connected  where  mains  arc  available,  leaving  the  annual 
connection  rate  to  be  maintained  by  private  owners,,  Last 
year  165  Council  Houses  were  connected  against  31  connected 
during  the  year.  Private  owners  have  shown  a  little  more 
enthusiasm  for  main  water  and  arc  responsible  for  181 
connections,  on  increase  of  48  over  last  years  figures. 

Assuming  52  full  working  weeks  in  the  year,  the 
average  weekly  rate  of  connections  was  5.057  or  just  over  one 
connection  for  each  full  working  day.  Taking  into  account 
other  work  carried  out,  holidays,  etc.,  and  the  size  of  the 
gang  employed,  this  is  quite  a  creditable  performance. 

Emergency  Water  Carting. 

The  amount  of  water  carted  for  emergency 
purposes  during  the  year  was  69,699  gallons,  a  decrease  on 
last  year  due  to  water  mains  spreading  to  areas  where  water  was 
inadequate  or  of  bad  quality. 

266  visits  and  inspections  were  made  in 
connection  with  wells,  mains,  headworks  and  water  towers. 


SEWAGE  DISP  0  S  A  L. 


Water  Carriage  System • 

The  Loddon  and  Brooke  Sewerage  Treatment  Works 
were  satisfactory  during  the  year.  Painting  of  the  sewer  vent 
shafts  and  pump  houses  was  carried  out.  Luring  the  coming  year 
the  two  Works  will  need  painting,  i#o,  the  penstock  valves, 
pipes,  etc., 


The  Pump  House  at  Becclcs  Road,  Loddon,  was 
fitted  with  an  inlet  screen.  It  is  hoped  that  this  will, 
with  regular  cleaning,  keep  the  pumps  free  from  blockages. 

Conservancy  System. 

The  Ditchingham  Sewerage  Works  will  be  commenced 
during  the  coming  year  and  when  completed  will  free,  the  Council 
from  the  undertaking  of  night  soil  collection  in  this  Parish. 

Public  Conveniences. 

In  October  estimates  v/cre  received  from  Builders 
for  repairs  .and  decorations  to  the  Public  Conveniences  on 
Church  Plain,  Loddon.  It  was  resolved  that  the  work  be  deferred 
until  the  Spring  of  1955,  with  an  allowance  in  price  for  any 
reasonable  increases  in  the  cost  of  labour  and  materials  between 
the  date  of  the  tender  and  the  Spring  of  1955 
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REFUSE  0  0  L  L  EC  T  ION  AND  DISPOSAL 


No  further  Parishes  have  been  included  in  the 
scavenging  scheme  this  year,  as  the  vehicle  and  team  arc  working 
to  capacity.  There  have  been  numerous  complaints  and  requests 
for  collection  of  refuse  in  Parishes  not  served. 


Number  of  Visits  . ...  43 • 


SUPERVISION  _0  _F _ F  OOP  SUPPLIES. 


(a)  Dairies.  Milk,  etc. 

Dealers  in  district  8 

Supplementary  Dealers  5 

Li cence d  Da i ri es  ..f>.ee..o...o»<...  3 

Numbair  of  Visits  •„«•«•  35* 


(b)  Ice  Cream. 

Premises  newly  licenced  ...........  3 

Total  Licenced  ..ccocoo.o. ........ .32 

Number  of  Visits  ......  32. 


( c )  Knackers  Yards . 

^  cenced  ......0000. ....... .......  2 

Number  of  visits  .....  12 

(d)  Slaughter  Houses. 

Licenced  •  •oooeef.ceacoooec'coco...  2 

Number  of  visits  ...... 106. 

(e)  Other  Premises. 


(l)  Bakehouses  .eeccr..©..oooccef«..®.  2 
Number  of  visits  ......  6 


(fv  Fish  Frying  Premises  . . .  3 

Number  of  visits . .  26 

Inspection  and  Condemnation  of  Food. 

13  2  lb.  Tins  of  Plums  . . 26  lbs. 

1  6  lb.  Tin  of  Corned  Beef .  6  lbs. 

7^  lbs.  Shoulder  of  Mutton  ...  lbs* 

55  lbs.  Pork  . .  55  lbs. 

35  lbs.  Beef  (Bone  Taint)......  35  lbs. 

1  6  oz.  Tin  Milk .  6  ozs. 

1  15  oz.  Tin  Peas  . 15  ozs. 
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Inspection  and  Condemnation  of  Food  ( Cont *  d) . 

1  16  oz.  Tin  Beans  16  ozs, 

2  Tins  Boneless  Ham  0  28  Tbs*  1  ozs 

A  total  of  28  visits  were  made  in  respect  of  food  shops. 

Meat  control  passed  from  the  hands  of  the 
Ministry  of  Food  to  the  family  Butcher  on  the  1st  July* 

Four  applications  were  received  to  open  up 
private  slaughter  houses*  All  needed  extensive  repairs  Before 
they  could  Be  used  for  killing.  Two  applications  were  with¬ 
drawn,  But  work  was  proceeded  with  on  the  other  two  and  actual 
killing  Began  on  the  4th  July*  During  the  period  from  that 
date  to  the  end  of  the  year,  66  Beasts  and  45  pigs  were  killed. 

The  following  condemnations  were  made  and 
voluntarily  surrendered 


Beasts. 

Pigs. 

Condition. 

2  Sets  Lungs. 

Localised  Tuberculosis. 

3-  Head. 

Localised  Tuberculosis. 

Mesentery. 

Localised  Tuberculosis, 

1  Liver. 

Bacterial  Necrosis. 

3  Livers. 

Distamatosis  (Flukes). 

2  Kidneys. 

Hydronephrosis. 

1  Mesentery. 

Localised  Tuberculosis. 

F  A  C  T  0  R  I 

E  S  AND  WO 

R  K  S  H  0  P  S. 

35  visits  were  made  in  the  period.  Work  of 
extension  was  carried  out  on  two  factories  in  the  district. 

Two  Certificates  of  Means  of  Escape  were  issued, 
four  visits  were  made  in  this  connection. 


RODENT  CONTROL. 

Work  continued  well.  All  domestic  premises 
are  well  under  control.  Work  on  farms  increased  slightly, 
the  number  ur^cr  contract  at  the  end  of  March  1955  was 

15  Farms  -  Over  100  acres. 

28  Smallholdings. 

The  sewers  of  Loddon  and  Brooke  ore  free  from 
rodents,  as  th^y  should  Be  for  new  sewers. 

The  Refuse  Tips  at  Chcdgrave  and  Loddon  are 
treated  regularly  and  are  well  under  control;  the  Rodent 
Operator  visited  each  tip  every  four  weeks. 


Visits  By  Inspectors 


38. 
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INFECTIOUS  DISEASE  CONTROL. 

Thirteen  visits  were  made  including  four 
fumigations.  This  was,  once  more,  a  decrease  on  the 
previous  year. 


There  was  a  minor  outbreak  of  food 
poisoning  in  one  family,  hut  there  was  no  conclusive  proof 
as  to  the  cause. 


FLOODING. 

On  the  22nd  December  the  waters  again  rose 
along  the  East  Coast  and  flood  warnings  were  sent  out.  The 
Waveney  Valley  and  Haddiscoe,  Thurlton  and  Norton  areas  were 
visited#  This  time  the  various  organisations  were  alerted 
for  action  and  serious  flooding  was  prevented  in  the  Haddiscoe 
area.  The  W.V.S.  were  contacted  immediately  and  were 
standing  hy  with  clothing  and  food,  if  required. 

11  Visits  were  made. 


OTHER  INSPECTIONS  AND  VIS  ITS. 


C  C  C  o  c 


Drainage ,  including  Tests  • ...  .  ©  © .... . 

Foul  Ditches  and  choked  water  courses  ..... 
Sewer  connections  and  surveys  . . . .  •  • . • 

CeSSpOOlS  .ee.cc«c....oe.e.o...o...o. ...... 

Sewage  Works 

Public  Conveniences  .«o©o©oo.«oo©.. ©..©©... 
Petroleum  Visits  . ......... 

Building  Byelaws  ....r-.o©.©  .©.©o.o. ........ 

Levelling  ..co©©coo©og©c©o©..o. .©••..©©•©©. 
Town  Planning  ..©c  © .  c  ©o  eo.o  ©c  o©o .  . ©o©... 

Meetings  with  owners  and  builders 


•  •coootft 


Sub c omm l  "fc  *fc  o  o  s  •oooc#coo#ococc«»»ocg#©co#©# 

I\dl  SCO  H.  1 0  H.0  OU  S  •  c«©©eoccc«oo«c«o©ce©««©#*c*© 


Plans. 


I  ,1..  ,  Byelaws 

Submitted  .. 


O  r  c  c  o  O  < 


109. 


Approved 
Conditional  Approval..  ..1 
Refusals  0 


365 

5 

27 

4 
53 
48 

141 

992 

10 

13 

81 

5 

27 


109. 


Town  &  Country  Planning. 

Submitted  • ©  © .  © ......... . .  139. 


Approved  . . 136. 

Permitted  Development.  2 
Re  fu  sed  .co©»©oo.o...  0. 

Deferred  ...0. ........  1  _ 

139© 
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I  wish  to  record  my  thanks  to  the  Committee 
and  Council  for  the  interest  and  help  in  this  important 
work  of  Public  Health,  and  to  Dr.  V/.  E.  Holmes,  the  Medical 
Officer  of  Health. 


I  am,  Mr.  Chairman,  Ladies  &  Gentlemen 
Your  obedient  Servant, 

K.S. Starling,  M.R.San.I.,  M.I.H. ,M.S.I.A. 
Senior  Sanitary  Inspector  &  Surveyor* 
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